To:  Wall,  Dan[wall. dan@epa.gov];  Bowen,  lan[Bowen. Ian@epa.gov] 

Cc:  Foster,  Althea[Foster.Althea@epa.gov];  Way,  Steven[way. steven@epa.gov];  Guy, 

Kerry[Guy. Kerry@epa.gov];  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Bartos,  Myles 

Sent:  Mon  9/21/2015  9:34:18  PM 

Subject:  RE:  Mine  sample 


All, 


We  completed  collection  of  the  samples  at  approximately  1500.  There  were  slight  discrepancies 
in  the  bottleware  supplied  vs  listed  (2  oz  glass  vs  plastic).  Nothing  that  will  affect  the  samples. 
All  will  be  documented  and  samples  shipped  tomorrow. 


Ian  successfully  video  documented  over  100  minutes  of  sampling.  Brilliant  work. 


Shotcrete  operations  should  begin  again  tomorrow. 


Let  me  know  if  you  have  any  questions. 


Myles 


From:  Wall,  Dan 

Sent:  Monday,  September  21,  2015  12:25  PM 
To:  Bartos,  Myles;  Bowen,  Ian 
Cc:  Foster,  Althea 
Subject:  FW:  Mine  sample 


FYI 


From:  Petri,  Elliott  [mailto:Elliott.Petri@WestonSolutions.coml 
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Sent:  Monday,  September  21,  2015  9:56  AM 

To:  West,  John;  Robinson,  David;  Blanchard,  Mark  R.;  Bwilliams@teehlawinc.com 
Cc:  Butterfield,  W.  Scott;  Wall,  Dan;  Romero,  David 
Subject:  RE:  Mine  sample 


Hi  All, 

I have  been  given  the  okay  to  sample  once  the  other  team  gets  here.  We  will  collect  additional 
video  with  the  Weston  Ipad  on  site.  I am  reviewing  the  sampling  plan.  The  safety  issue  has 
been  resolved,  only  OSHA  40  personnel  are  allow  on  site  or  close  to  the  Gold  King.  I will 
collect  the  sample  and  be  happily  videotaped. 

Thanks, 

Elliott 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 


1435  Garrison  St,  Ste  .100 
Lakewood,  CO  80215 


Ph:  303-729-6156 


Cell:  719-216-2754 


Fax:  303-729-6101 


From:  West,  John 

Sent:  Monday,  September  21,  2015  9:46  AM 

To:  Robinson,  David  <David.Robinson@  Weston  Solutions.com>;  Blanchard,  Mark  R. 

<M. Blanchard@WestonSo1utions.com>;  Petri,  Elliott  <E1 1 i ott.  Petri  @.  Weston  Sol  utions.com>; 
Bwilliams@techlawinc.com 

Cc:  Butterfield,  W.  Scott  <W. S.Butterfie1d@WestonSolutions.com>;  Wall,  Dan 
<w a 1 1 . dan @ epa . gov>;  Romero,  David  <Romero.David@epa.gov> 

Subject:  Mine  sample 


Morning  all, 
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Dan  Wall  let  me  know  that  the  legal  hold  is  off  for  the  mine  sample  and  as  far  as  the  EPA  is 
concerned,  we  are  a go  for  the  sample.  Please  confirm  that  the  safety  issue  has  been  resolved 
and  Elliott  will  be  able  to  collect  the  sample.  We  will  also  need  to  confirm  the  ability  to  collect 
video  of  the  sampling.  We  are  expecting  the  second  bottle  set  very  soon  and  will  be  getting  that 
driven  up  as  soon  as  we  get  it.  An  iPad  can  be  taken  up  if  needed.  Please  let  me  know  if  anyone 
has  any  questions  or  needs  more  info. 


John  West.  PE  CHMM  PMP  | Project  Engineer  | US  EPA  START  Contractor  | 
Weston  Solutions.  Inc.l  1435  Garrison  Street,  Suite  100,  Lakewood,  CO  80215  | 
John. West@westonsolutions. com!  O:  303-729-6148  | M:  303-748-3304  | 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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